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THIS IS UNEVALUATED INFORMATION 


Le Tirana es 


& This city is serviced by two electric power plants which are located near 
the Tirana Airport on the road between Tirana and Durres. Ths plant 

nearer Tirana has a potential production capacity of 3,000 kilowatts of 
electricity and is operated by five “Mann™ type Diesel motors and three | 
"Buchej™ types motors. (See Attachment I) Technical personnel at the . 
plant consist of four Albanians and one Austrian national, The plant 
located furthest from Tirana and west of the airport: has a potential © 
production capacity of 1,000 kilewatts and is eperated by two "Tosi® 

type Diesel motors, one American type motor unidentified, and a "Denz” 
type German moter. (See Attachment It) Three Albanian technicians . 
service this plant. , 


oOo 
sere 


D4 Gn 8 November 1951, the Tirana hydroelectric center was inaugurated. 
This project was based on plans which had bean formulated by Italian 
technicians during their stay in Albania. At present there is orly 
one turbine generator in cperation with a potential production of 
' 2,500 kilowatts: hewaver, clans call for an unspecified number of 
turbine generators to be installed. When the remaining generators have 
been installed they will bs operated by water from the eastern valleys 
of Mount Dajti-where the power plant installation is located. After the 
water has passed through the turbine generator tunmels, it ia channeled 
to the Tirana aqueduct and supplies water to the Stalin Cooperative, an 
agricultural-industrial en*erprise located west cf TMrana on the road ‘to 
Durres,. 
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Zo Durress 


This clty's electric power p VN a potential production capacity of 2,000 — 
kilowatts and is operated mspecified number of Diesel motors, There are 
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four Albanian technicians in attendance, This plant also furnishes electric 
power for Kavaje> 


Stalin (formerly Kucove): 


& 6,000 kilowatts power plant is located in this community which is situated 
in the center of the petroleum-producing area. The plant is operated by six 
Diesel motors and one steam turbine, An overland high-tension wire with 
support towers (or poles) spaced at 30 meter intervals carries electric 
current to the petroleum center at Patos. An unspecified number of Russian 
technicians are at work in Patos, The number of Russians and the nature of 
their activities is not known because both Patos and Stalin are under the 
control of the Sigurimi guards and no unauthorized person is allowed access 
to these communities. 


Vione 


An electric power plant with a potential production capacity of 1,000 kilowatts 


_ is Located among some olive plantations in the outskirts of Vlone at a point 


approximately 1,000 meters inland from the Bay of Vione. (See Attachment IIT) 
This plant is serviced by two Albanian technicians. 


Korce 3 


This community has a 1,500 kilowatts power plant with unspecified equipment 
of Italian construction, There are four technicians in attendance. 


Shkoders 

A power plant with a potential electric production capacity of 2,500 kilowatts 
is located in the northern outskirts of Shkeder. This plant has thrée "Tosi" 
type Diesel motors and three "Dorchiewerk" type motors. In accordance with . 


the Five Year Plan, construction on a hydroelectric plant has begun in this 
areao 
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.fransmitting (Gables 1) 
Radio Tirana 


1. Water tower ~ 40 meters high 
2. Location of generator 

3. Store house 

4, Living quarters 

‘5. Office 
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le Czechoslovak technicians are in Tirana to increase the strength of Radio Tirena 
from 15 kilowatts to 50 kilowatts. 


@q Five-hundred to 600-watt stations are being constructed in Korce, Shkoder, and 
Stalin (formerly Kucove). 
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